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E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA SPECIALISTS MEETING ON CONTROL ROOM DESIGN 
REF: IAEA VIENNA 10213 

1. MISSION HAS RECEIVED LETTER FROM AGENCY (CHERNILIN) 
DATED DECEMBER 12, 1974 INFORMING THAT AGENCY WILT. 

ACCEPT US OFFER TO HOST SUBJECT MEETING SUBJECT ONLY 
TO A POSITIVE RECOMMENDATION OF THE AGENCY'S INTER- 
NATIONAL WORKING GROUP ON NUCLEAR POWER PLANT CONTROL 
AND INSTRUMENTATION (IWG-NPPCI) AT ITS MARCH 17-20, 

1975 MEETING. 

2. AGENCY LETTER NOTES THAT MEETING ON CONTROL ROOM 
DESIGN WILL CERTAINLY QUOTE BE RECOGNIZED AS POTENTIALLY 
OF GREAT INTEREST UNQUOTE, AND CHERNILIN SUGGESTS 
QUOTE THAT THE PLANNING OF THE MEETING SHOULD START IN 
THE NEAREST FUTURE. UNQUOTE. LETTER REQUESTS US 
NOMINATE LIAISON OFFICER IN USA TO COORDINATE PLANNING 
WITH SCIENTIFIC SECRETARY GRABOV. 

3. COPY OF LETTER POUCHED AMMONS, AEC.PORTER 
UNCLASSIFIED 
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